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Two Overseas TDY's are scheduled for April and May 1969: 
A. Office of Special Activities (OSA) Project 

(1) Depart Dulles for Los Angeles, California, 

Sunday, 13 April at 0930. Report Edwards Air Force 
Base (EAFB) Monday morning. Depart EAFB via Military 
Aircraft for | | 15 April 1969. 

(2) Depart I L 25 April 1969 via 

Military Aircraft. Disembark US East Coast and return 
to Washington, D, C. commercial aircraft. 


Depart Washington, D. C. via Military Aircraft 
1 May 1969 for Far East (FE) Area. On or about 17 May 

] via commerci al aircr aft to accomplish 

on or about 


depart for 


consultations for OSA. Depart, 

22 May 1969 for Los Angeles, California, for consultation 
with EAFB (probable) and return to Washington, D. C. 
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2. Contacts: 


A. OSA - 

Comptroller , OSA 
Ext. 7273 
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4=5 Chief, Aeromedical Staff 
Office of Special Activities 
DDS&T 
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